Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


UNCLASSIFIED 

PAGE 01 SAN SA 02185 051825Z 
ACTION ARA-14 

INFO OCT-01 EB-08 ISO-OO /023 W 

028533 060557Z/10 

R 051416Z MAY 78 
FM AMEMBASSY SAN SALVADOR 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7952 

UNCLAS SAN SALVADOR 2185 

E.O. 11652: N/A 
TAGS: BTIO ES 

SUB J : FBFEIGN GOVERNMENT TENDER 

REF: 10 FAM 162, 163 AND 164 

1. 217801/TOUPPWO 

2. 5/4/78 

3. J. BELL 

4. 211 EL SALVADOR 

5. N 

6A. REPLY TO — 

6B. 


Message Text 


6C. COMISION EJECUTIVA HIDROELECTRICA DEL RIO LEMPA (CEL) 
9A. CALLE PONIENTE NO. 950 

SJY SALVADOR, EL SALVADOR, CENTRAL AMERICA 

7. CEL-583 


UNCLASSIFIED 


UNCLASSIFIED 
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8. 8/9/78 4:00 PM 


9. 201 


10. 361311 1 TWO IDENTICAL DUPLEX TYPE UNIT CONTROL SWITCHBOARDS 
TO BE LOCATED IN THE POWERHOUSE FOR CONTROL. INSTRUMENTATION, 
ANNUNCIATION, METERING, AND RELAYING OF THE GENERATING UNITS, 
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POWER TRANSFORMERS, AND TRANSFORMER LINES AND FOR AUTOMATIC 
AND MANUAL SYNCHRONIZING OF HIGH VOLTAGE CIRCUIT BREAKERS. 
EACH SWITCHBOARD SHALL CONSIST OF 4 FRONT AND 4 REAR PANELS. 

3613113 ONE RECORDER SWITCHBOARD TO BE LOCATED IN THE POWER- 
HOUSE. RECORDER SWITCHBOARD MUST HAVE TWO PANELS. 

3613113 TWO AC AND DC SWITCHBOARDS, ONE TO BE USED IN THE 
POWERHOUSE AND ONE IN THE SUBSTATION FOR DISTRIBUTION OF 
125 V, DC, INCLUDING ESSENTIAL 12: V, AC SUPPLIES. EACH SWITCH- 
BOARD MUST HAVE THREE PANELS. 

361311 1 ONE DUPLEX TYPE SUBSTATION CONTROL SWITCHBOARD TO BE 
LOCATED IN THE SUBSTATION CONTROL HOUSE FOR METERING, ANNUNCIA- 
TION, AND CONTROL OF HIGH-VOLTAGE CIRCUIT BREAKERS, HIGH VOLTAGE 
TRANSMISSION LINES AND BUSES FOR MANUAL SYNCHRONIZING OF THE 
HIGH-VOLTAGE CRICUIT BREAKERS. THE SWITCHBOARD MUST HAVE 6 
FRONT AND 6 REAR PANELS. 

3825298 THREE RACK MOUNTED AUDIO TONE EQUIPMENT TERMINALS WITH 
ACCESSORIES FOR PERMISSIVE OVERREACHING TRANSFER TRIP 
SCHEME. 

3829297 ONE SET OF WATER LEVEL GAUGING EQUIPMENT. 

3691281 TWO BATTERIES, 125V, DC. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 SAN SA 02185 051825Z 


3629225 FOUR BATTERY CHARGERS 

3629398 INVERTERS 

ESTIMATED OVERALL VALUE $2 MILLION US DOLLARS. 

1 1 . FINANCED BY GOES AND IDB. 

BID DOCUMENTS ARE AVAILABLE FOR $100.00 US DOLLARS AT ADDRESS 
IN ITEM 6(C), ALSO AT HARZA ENGINEERING COMPANY, 150 SOUTH 
WACKER DRIVE, CHICAGO, ILLINOIS 60606. PAYMENT FOR DOCUMENTS 
MUST BE SENT TO COMISION EJECUTIVA HIDROELECTRICA DEL RIO 
LEMPA (CEL). 

INTERESTED FIRMS MUST HAVE ON THE BASIS OF CEL'S CRITERIA. 
SATISFACTORY EXPERIENCE IN THE DESIGN AND MANUFACTURE OF 
EQUIPMENT OF THE TYPE AND SIZE SPECIFIED. 

DEVINE 


UNCLASSIFIED 
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